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(This Notice is NOT to be Filed in Agency 
Manuals. Please Destroy After Reading.) 


PERSONNEL 


14 


January 1980 


STAT 



OFFICE OF THE DIRECTOR 


Harry C. Eisenbeiss is appointed Special Assistant to the DCI for 
Compartmentation, effective 14 January 1980, vice retired. 

In this capacity he also will serve as Chairman of the APEX Steering 
Group responsible for directing and monitoring the implementation of the 
APEX Special Access Control System. 



Director 


STAT 
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